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Dr. ffjia F. 

a*e S.x!±ety of MadbLcal C*JO*ultaat 8 
t.c' the Aimsi 
Gei.ool of i -Mt 

Uo^Tersity cF ti.umyl'tmm.n 
PMlactel^ta It, f"maay!lw«ni& 

l>et!r Dr. Wliaj/ee : 

ISuiak aucii lur your letter ex 

4 Jaamry cor««?n.iag tile talk that I lytfcr- 
tiic- Scjciety of :fetliei3l Otai»llt£ata. 

Tour j. . tre parti siu.arly fravif 

piM I gTMtly apSirecLate your tiKni£^tfoL£^a ia 
vrltiag to SK aa you iHd* I adf^t say that it -oa* 
& r«*tl pl«aao.ra /or »at tc .jola you ea ths t ©*♦ 

l.*sr .00000106. 

M'th kLiSAu r, 

Siaceraly, 


Alleri w. DuiJ.es 
.Director 


O/DCE, 


7 Jaa. &)) 


Diatrihutim: 

Orig. - Addrenfiee 
1 - DCI 

1 - Col. Grogrin 
1 - AAB 

oi - SR w/ baale 


Copy made for IG w/copy basic. 
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THE SOCIETY OF MEDICAL CONSULTANTS 
TO THE ARMED FORCES 


wc- 


suas.iag, 


•i/vAs hu utara ki e> 

Office of the Dean 

School of Medicine January 4, 1960 

University of Pennsylvania 
Philadelphia Ij., Pennsylvania 


The Honorable Allen W. Dulles 
Director 

Central Intelligence Agency 
Washington, D. C, 


Dear Mr, Dulles: 

of Med o^'^’lcers and members of the Society 
of Medical Consultants to the Armed Forces 
me In extending to you our e lno™rthSSraid 
great appreciation for the stlmulatlno- ^ 

and info^atlve talk you madr™ the fjoa?^on ol * 

0?\rSb1r“r[9?l “ tSriveSnl" 

isuvemoer 1959. Your clear and InMsiv® 

world affairs gave all of us much to 

had^oS with^us ^ privilege indeed to have 

naa you with us and to speak to us. It was a1*?e 

loS? rfmSka!® <!“®3tlons at the oloae of 


In addition to our thanks, may we at this 
season also extend to you sincere best wishes for 
a happy and successful New Year. isnes for 


Respectfully ycurs. 




Tom F. Whayne, M, 
Secretary 
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